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Ship Via: FedEx Overnight collect FOB EXW — (Ex Works) 

Ship Acct: 
EE 
Line Reference Description/ Req Date/ CD Req Qty/ PO Unit Price Extend: 
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Line Comments Promise Date EE 
Delivery Comments 
l 71400-20 HYSOL EA934 12/2/2014 2.00 $139.82 $279. 
AS9174016 7 
Yes Each 
Procurement Quality Clauses 12/2/2014 


A005 RIGHT OF ENTRY 

A014 SHELF LIFE CONTROLLED MATERIAL; 70% SHELF 
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A026 CERTIFICATION OF MATERIAL CONFORMANCE | 
A040 NOTIFICATION OF QUALITY ESCAPE 

A042 DART NOTIFICATION BY SUPPLIER 
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Deliver To: IAN 


2 71400-11 PRO-SEAL PS890B2 12/2/2014 12.00 . $73.19 $878, 
Yes Each SCH 
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Line Total: $878. 


\ a PO Total: l $1,157. 


Note: Terms & Condition of Purchasing(Suppliers) and Procurement Quality Clauses are an integral part of our AS9100 
requirements. To learn in detail, please visit www.dartaerospace.com for further explaination. 


Deliver To: ANDY 


PO Instructions: Fedex Acc#151793240 


Change Nbr: 1 Change Date: 11/26/2014 


_ Material Safety Data Sheet ` 


Date of issue 18 March 2013 
Version 5 


1. Product and company identification 


Product name + PS 890 B 2 Part A 
Code : PS 8908 2 PartA 
Supplier : PPG Aerospace PRC-DeSoto 


12780 San Fernando Road 
Sylmar, CA 91342 
Phone: 818 362 6711 


Emergency telephone. : (412) 434-4515 (U.S.) 
number (514) 645-1320 (Canada) 
01-800-00-21-400 (Mexico) 


2. Hazards identification 

Emergency overview : DANGER! 
OXIDIZER. CONTACT WITH OTHER MATERIAL MAY CAUSE FIRE. HARMFUL OR 
FATAL IF SWALLOWED. HARMFUL IF INHALED. CAUSES RESPIRATORY TRACT, 
EYE AND SKIN IRRITATION. SANDING AND GRINDING DUSTS MAY BE HARMFUL 
IF INHALED. PROLONGED OR REPEATED CONTACT MAY DRY SKIN AND CAUSE 
IRRITATION. CONTAINS MATERIAL THAT CAN CAUSE TARGET ORGAN DAMAGE. 
Keep away from combustible material. Do not breathe vapor or mist. Do not swallow. 


Avoid contact with eyes, skin and clothing. Use only with adequate ventilation. Keep 
container tightly closed and sealed until ready for use. Wash thoroughly after handling. 


otential a ealth effects 
inhalation : Harmful if inhaled. Severely Irritating to the respiratory system. Can irritate eyes, nose, 
mouth and throat. Exposure to decomposition products may cause a health hazard. 
Serious effects may be delayed following exposure. 
Ingestion : Harmful or fatal if swallowed. 
Skin ` Irritating to skin. 
Eyes ` Irritating to eyes. 
Over-exposure signs/symptoms 
Inhalation : Adverse symptoms may include the following: 
respiratory tract irritation 
coughing 
Ingestion : No specific data. 
Skin ; Adverse symptoms may include the following: 
irritation 
redness 
dryness 
cracking 
Eyes : Adverse symptoms may include the following: 
pain or irritation 
watering 
redness 
Medical conditions : Pre-existing disorders involving any target organs mentioned in this MSDS as being at 
aggravated by over- risk may be aggravated by over-exposure to this product. 


exposure 


This Material Safety Data Sheet has been prepared In accordance with Canada's Workplace Hazardous Materials 
Information System {WHMIS} and the OSHA Hazard Communication Standard (29 CFR 1910.1200). 


See toxicological information (Section 11) 
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Name CAS number Kä 
Frranganese dioxide 1313-13-9 30-60 
Terphenyl, hydrogenated 1788-32-7 10-30 
Zeolites 1318-02-1 5-10 
Polyphenyls, quater- and higher, partially hydrogenated 68956-74-1 3-7 
Talc , not containing asbestiform fibres 14807-96-6 1-5 
carbon black respirable 1333-86-4 1-5 
-magnesium carbonate 546-93-0 1-5 
terphenyi 26140-60-3 1-5 
1,3-diphenytguanidine 102-06-7 0.5-1.5 
bis(piperidinothiocarbonyl) tetrasulphide 120-54-7 0.5- 1.5 


There are no additional Ingredients present which, within the current knowledge of the supplier and in the 
concentrations applicable, are classified as hazardous to health or the environment and hence require reporting 
In this sectlon. 


4. First aid measures 


if ingestion, irritation, any type of overexposure or symptoms of overexposure occur during or persists after use of this 
product, contact a POISON CONTROL CENTER, EMERGENCY ROOM OR PHYSICIAN immediately; have Material 
Safety Data Sheet information available. Never give anything by mouth to an unconscious or convulsing person. 


Eye contact : Check for and remove any contact lenses. Immediately flush eyes with running 
water for at least 15 minutes, keeping eyelids open. Seek immediate medical 
attention. 

Skin contact : Remove contaminated clothing and shoes. Wash skin thoroughly with soap and 
water or use recognized skin cleanser. Do NOT use solvents or thinners. 

Inhalation : Remove to fresh air. Keep person warm and at rest. If not breathing, if breathing is 


irregular or if respiratory arrest occurs, provide artificial respiration or oxygen by 

trained personnel. 

If swallowed, seek medical advice Immediately and show this container or label. 

Keep person warm and at rest. Do NOT induce vomiting. 

Notes to physiclan : In case of inhalation of decomposition products In a fire, symptoms may be delayed. 
The exposed person may need to be kept under medical surveillance for 48 hours. 


5. Fire-fighting measures 


Flammability of the product : Contact with combustible material may cause fire. This material increases the risk of 
fire and may aid combustion. In a fire or if heated, a pressure increase will occur and 
the container may burst. 


Ingestion 


Suitable : Use an extinguishing agent suitable for the surrounding fire. 
Not suitable : None known. 

Speclal exposure hazards ` Promptly isolate the scene by removing all persons from the vicinity of the incident if 
there is a fire. No action shall be taken involving any personal risk or without suitable 
training. Move containers from fire area if this can be done without risk. Use water 
spray to keap fire-exposed containers cool. 

Hazardous combustion : Decomposition products may include the following materials: 

products carbon oxides 
nitrogen oxides 
sulfur oxides 
metal oxide/oxides 

Special protective ` Fire-fighters should wear appropriate protective equipment and self-contained 

equipment for fire-fighters breathing apparatus (SCBA) with a full face-piece operated in positive pressure mode. 
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6. Accidental release measures 


Personal precautions : No action shall be taken involving any personal risk or without suitable training. 
Evacuate surrounding areas. Keep unnecessary and unprotected personnel from 
entering. Do not touch or walk through spilled material. Shut off all ignition sources. 
No flares, smoking or flames in hazard area. Avoid breathing vapor or mist. Provide 
adequate ventilation. Wear appropriate respirator when ventilation is inadequate. Put 
on appropriate personal protective equipment (see Section 8). 

Environmental precautions  :. Avoid dispersal of spilled material and runoff and contact with soil, waterways, drains 
and sewers. Inform the relevant authorities if the product has caused environmenial 
pollution (sewers, waterways, soil or air). 

Large spill ` Stop leak if without risk. Move containers from spill area. Approach release from 
upwind. Use spark-proof tools and explosion-proof equipment. Prevent entry into 
sewers, water courses, basements or confined areas. Wash spillages into an effluent 
treatment plant or proceed as follows. Contain and collect spillage with non- 
combustible, absorbent material e.g. sand, earth, vermiculite or diatomaceous earth 
and place in container for disposal according to local regulations (see Section 13). Do 
not absorb in sawdust or other combustible material, It may lead to a fire risk when it 
dries out. Dispose of via a licensed waste disposal contractor. Contaminated 
absorbent material may pose the same hazard as the spilled product. Note: see 
Section 1 for emergency contact information and Section 13 for waste disposal. 

Small splll ` Stop leak if without risk. Move containers from spill area. Use spark-proof tools and 
explosion-proof equipment. .Dilute with water and mop up if water-soluble or absorb 
with an inert dry material and place in an appropriate waste disposal container. Do not 
absorb in sawdust or other combustible material. lt may lead to a fire risk when it dries 
out. Dispose of via a licensed waste disposal contractor. 


7. Handling and storage 


Handling : Put on appropriate personal protective equipment (see Section 8). Eating, drinking 
and smoking should be prohibited in areas where this material is handled, stored and 
processed. Do not breathe vapor or mist. Do not swallow. Do not getin eyes or on 
skin or clothing. Use only with adequate ventilation. Wear appropriate respirator when 
ventilation is inadequate. Keep in the original container or an approved alternative 
made from a compatible material, kept tightly closed when not in use. Keep away from 
combustible material. Empty contalners retain product residue and can be hazardous. 
Do not reuse container. 


Storage : Store in accordance with local regulations. Store in original container protected from 
direct sunlight in a dry, cool and well-ventilated area, away from incompatible materials 
(see Section 10) and food and drink. Separate from reducing agents and combustible 
materials. See NFPA 430, Code for the Storage of Liquid and Solid Oxidizers. Keep 
container tightly closed and sealed until ready for use. Containers that have been 
opened must be carefully resealed and kept upright to prevent leakage. Do not store 
in untabeled containers. Use appropriate containment to avoid environmental 
contamination. 


8. Exposure controls/personal protection 


CS ren [acon [ osia | omano [ merco [ PE 


Manganese dioxide 0.2 mg/m”  |Not 0.2 mg/m? [0.2 mg/m" Not 
(as Mn) established |(as Mn) (as Mn) established 

STEL ¡Not 5 mg/m? (as [Not Not Not 
jestablished [Mn)C established [established [established 

Terphenyl, hydrogenated TWA 10.5 ppm Not 0.5 ppm 0.5 ppm Not 
established established 

{Talc , not containing asbestiform [TWA 12 mg/m R |20mppefZ 12 mg/m? 2mg/mR "Not 
fibres E established 

carbon black respirable TWA 13 mg/m? 3.5 mg/m? 3.5 mg/m? |3.5 mg/m? Not 


established 
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Exposure controls/personal protection 


Not 
established 
10 mg/m? 
established 
Not Not 
established 
0,53 ppm C 
Key to abbreviations 
A = Acceptable Maximum Peak S = Potential skin absorption 
ACGIR = American Conference of Governmental industrial Hygienists. 8R = Respiratory sensitization 
Cc = Ceiling Limit ss = Skin sensitization 
F = Fume STEL = Short term Exposure limit values 
{PEL = intemal Permissible Exposure Limit TD = Total dust 
OSHA = Occupational Safety and Heatth Administration. TLV = Threshold Limit Value 
R = Resplrable TWA = Time Welghted Average 
H = OSHA 20CFR 1910.1200 Subpart 2 - Toxic and Hazardous Substances 


Consult local authorities for acceptable exposure limits. 


Recommended monitoring 
procedures 


Engineering measures 


Hyglene measures 


Respiratory 


Skin 


Environmental exposure 
controls 


` If this product contains ingredients with exposure limits, personal, workplace 
atmosphere or biological monitoring may be requirad to determine the effectiveness of 
the ventilation or other control measures and/or the necessity to use respiratory 
protective equipment, Reference should be made to appropriate monitoring standards. 
Reference to national guidance documents for methads for the determination of 
hazardous substances will also be required. 


Use only with adequate ventilation. Use process enclosures, local exhaust ventilation 
or other engineering controls to keep worker exposure to airborne contaminants below 
any recommended or statutory limits. 

: Wash hands, forearms and face thoroughly after handling chemical products, before 
eating, smoking and using the lavatory and at the end of the working period. 
Appropriate techniques should be used to remove potentially contaminated clothing. 
Wash contaminated clothing before reusing. Ensure that eyewash stations and safety 
showers are close to the workstation location. 


: Safety glasses with side shields. 

: Chemical-resistant, impervious gloves complying with an approved standard should be 
worn at all times when handling chemical products if a risk assessment indicates this is 
necessary. Considering the parameters specified by the glove manufacturer, check 
during use that the gloves are still retaining their protective properties. it should be 
noted that the time to breakthrough for any glove material may be different for different 
glove manufacturers. In the case of mixtures, consisting of several substances, the 
protection time of the gloves cannot be accurately estimated. 

: Ifworkers are exposed to concentrations above the exposure limit, they must use 
appropriate, certified respirators. Use a properly fitted, air-purifying or air-fed respirator 
complying with an approved standard If a risk assessment indicates this is necessary. 
Respirator selection must be based on known or anticipated exposure levels, the 
hazards of the product and the safe working limits of the selected respirator. 

: Personal protective equipment for the body should be selected based on the task 
being performed and the risks involved and should be approved by a specialist before 
handling this product. 

: Emissions from ventilation or work process equipment should be checked to ensure 
they comply with the requirements of environmental protection legislation. In some 
cases, fume scrubbers, filters or engineering modifications to the process equipment 
will be necessary to reduce emissions to acceptable levels. 
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9. Physical and chemical properties 


Physical state + Liquid. 

Flash point : Closed cup: Not applicable. 

Material supports : Yes, 

combustion. 

Color ` Black. 

Odor ` Not available. 

pH ` Not available. 

Boiling/condensation point +: >37.78°C (>100°F) 

Melting/freezing point : Not available. 

Specific gravity : 1.98 

Density ( lbs / gal ) : 15,69 

Vapor pressure : Not available. 

Vapor density : Not available. 

Evaporation rate : Not available. 

voc + Not available. 

Partition coefficient: n- ` Not available. 

octanol/water 

% Solid. (wiw) : 100 

10. Stability and reactivity 

Stability : The product may not be stable under certain conditions of storage or use. 

Conditions to avoid : Drying on clothing or other combustible materials may cause fire. Avoid increased 
_ storage temperature. Pressure hazard 

Materials to avoid ` Reactive or incompatible with the following materials:,combustible materials,organic 


materials, metals acids alkalis oxidizing materials reducing materials 
Hazardous decomposition : Under normal conditions of storage and use, hazardous decomposition products 
products should not be produced. 
Hazardous polymerization : Under normal conditions of storage and use, hazardous polymerization will not occur. 


11. Toxicological information 
eegen 
Productingredient name [resul [Species [Dase 7 


Fianganese dioxide LD50 Oral 


Terphenyl, hydrogenated LD50 Oral 
Zeolites LD50 Oral 
carbon black respirable LD50 Oral 
LD50 Dermal 

magnesium carbonate LD50 Oral 
terphenyl LDS0 Oral 
1,3-diphenylguanidine LD50 Oral 
Conclusion/Summary : Not available. 

Conclusion/Summary : Not available. 

Defatting Irritant : Prolonged or repeated contact can defat the skin and lead to irritation, cracking and/or 


dermatitis. 

Contains material which causes damage to the following organs: lungs, skin, central 
nervous system (CNS). 

Contains material which may cause damage to the following organs: blood, kidneys, 
the nervous system, liver, cardiovascular system, upper respiratory tract, eye, lens or 
comea. 
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Carcinogenicity : Contains material which may cause cancer, based on animal data. Risk of cancer 
depends on duration and level of exposure. 


ZE 
Product/ingredient name ACGIH parc ES 


éolites - 3 
carbon black respirable A3 2B - 


Carcinogen Classification code: ACGIH: Af, A2, A3, Ad, A5 
IARC: 1, 2A, 2B, 3, 4 
NTP: Proven, Possible 
OSHA: + 
Not listed or regulated as a carcinogen: - 


Fertility effects : Contains material which may impair male fertility, based on animal data. 


42. Ecological information 


Environmental effects : No known significant effects or critical hazards. 


13. Disposal considerations 


Waste disposal : The generation of waste should be avoided or minimized wherever possible. Disposal 
of this product, solutions and any by-products should at all times comply with the 
requirements. of environmental protection and waste disposal legislation and any 
regional local authority requirements. Dispose of surplus and non-recyclable products 
via a licensed waste disposal contractor. Waste should not be disposed of untreated 
to the sewer unless fully compliant with the requirements of all authorities with 
Jurisdiction. Waste packaging should be recycled. Incineration or landfill should only 
be considered when recycling is not feasible. This material and its container must be 
disposed of in a safe way. Care should be taken when handling emptied containers 
that have not been cleaned or rinsed out. Empty containers or liners may retain some 
product residues. Avoid dispersal of spilled material and runoff and contact with soil, 
waterways, drains and sewers, 

Disposal should be in accordance with applicable regional, national and local laws and regulations. 


Refer to Section 7: HANDLING AND STORAGE and Section 8: EXPOSURE CONTROLS/PERSONAL PROTECTION 
for additional handling information and protection of employees. Section 6. Accidental release measures 


14. Transport information 


Additional information 


PG*: Packing group 
Reportable quantity RQ : [BERCLA: Hazardous substances.: sodium hydroxide: 1000 Ibs. (454 kg); manganese dioxide, 


15. Regulatory information 
United States inventory (TSCA 8b) : 


All components are listed or exempted. 


Australia inventory (AICS) : All components are listed or exempted. 

Canada inventory (DSL ) : All components are listed or exempted. 

China inventory (IECSC) : All components are listed or exempted. 

Europe inventory ( REACH ) : Please contact your supplier for information on the inventory status of this 
material. 

Japan inventory (ENCS) : Ril components are listed or exempted. 
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15. Regulatory information = 


Korea inventory DECH ` All components are listed or exempted. 
New Zealand ( NZIoC ) : Substance Use Restricted 

Philippines inventory (PIGCS) ` All components are listed or exempted. 
United States 


BARA 302/304: ethylene oxide; Formaldehyde 
ERCLA: Hazardous substances.: sodium hydroxide: 1000 lbs. (454 kg); manganese dioxide; 


SARA 311/312 SDS Distribution - Chemical Inventory - Hazard Identification: 


Manganese dioxide ENER EE Y Y N Y N 
Terphenyl, hydrogenated 61788-32-7 N N N N N 
Zeolites. 1318-02-1 Y N N N N 
Polyphenyls, quater- and higher, 68956-74-1 N N N N N 
partially hydrogenated 
Tale , not containing asbestiform 14807-96-6 Y N N N N 
fibres 

carbon black respirable 1333-86-4 N Y N N N 
magnesium carbonate 546-93-0 N N N N N 
terphenyl 26140-60-3 N N N N N 
1,3-diphenylguanidine 102-06-7 Y Y N N N 
bis(piperidinothiocarbonyl) 120-54-7 Y N N N N 
tetrasulphide 

Product as-supplied ` Y Y N Y N 

SARA 313 Chemical name CAS number Concentration 
Supplier notification branganese dioxide 1313-139 30 = 60 


Additional environmental information is contained on the Environmental Data Sheet for this product, which 
can be obtained from your PPG representative. 


California Prop, 65 
WARNING: This product contains a chemical known to the State of California to cause cancer. 
Canada 
WHMIS (Canada) : Class C: Oxidizing material. Class D-1B: Material causing immediate and serious toxic 
effects (Toxic). Class D-2A: Material causing other toxic effects (Very toxic). Class 
D-2B: Material causing other toxic effects (Toxic). 
Mexico 
Classification 
Flammability : 0 Health : 3 Reactivity : 1 


16. Other information 


Hazardous Material Information System (U.S.A.) 

Health : 3 * Flammability : 0 Physicalhazards : 1 

(*) - Chronic 

effects 

Caution: HMISO ratings are based on a 0-4 rating scale, with 0 representing minimal hazards or risks, and 4 
representing significant hazards or risks Although HMIS® ratings are not required on MSDSs under 29 CFR 1910. 
1200, the preparer may choose to provide them. HMIS® ratings are to be used with a fully Implemented HMISO 
program. HMISO is a registered mark of the National Paint & Coatings Association (NPCA). HMIS® materials may 
be purchased exclusively from J. J. Keller (800) 327-6868. 

The customer is responsible for determining the PPE code for this material. 

National Fire Protection Association (U.S.A,) 

Health : 3 Flammability : 9 Instabllity : 1 


Date of previous issue : 8/26/2012. 
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116. Other information 

Organization that prepared : EHS 

the MSDS 

F Indicates information that has changed from previously issued version. 

Disclaimer 

The information contained in this data sheet is based on present scientific and technical knowledge. The purpose of this 
information is to draw attention to the health and safety aspects concerning the products supplied by PPG, and to 
recommend precautionary measures for the storage and handling of the products. No warranty or guarantee is given in 


respect of the properties of the products. No diability can be accepted for any failure to observe the precautionary 
measures described in this data sheet or for any misuse of the products. 
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Material Safety Data Sheet ` 


Date of issue 10 March 2013 


Version 6 

4. Product and company identification 
Product name : PS 890 B 2 Part B 

Code : PS 890 B 2 Pat B 

Supplier : PPG Aerospace PRC-DeSoto 


12780 San Fernando Road 
Sylmar, CA 91342 
Phone: 818 362 6711 


Emergency telephone. : (412) 434-4515 (U.S.) 
number (514) 645-1320 (Canada) 
01-800-00-21-400 (Mexico) 


2. Hazards identification 


Emergency overview : DANGER! 


CAUSES RESPIRATORY TRACT AND EYE IRRITATION. MAY BE HARMFUL IF 
INHALED OR SWALLOWED. ASPIRATION HAZARD. CAN ENTER LUNGS AND 
CAUSE DAMAGE. PROLONGED OR REPEATED CONTACT MAY DRY SKIN AND 
CAUSE IRRITATION. CONTAINS MATERIAL THAT CAN CAUSE TARGET ORGAN 
DAMAGE. 

Do not swallow. Avoid contact with eyes, skin and clothing. Use only.with adequate 


ventilation. Keep container tightly closed and sealed until ready for use. Wash 
thoroughly after handling. 


o ; ealth effects 
Inhalation : May be harmful if inhaled. Irritating to respiratory system. Can irritate eyes, nose, 
mouth and throat. 
Ingestion : May be harmful if swallowed. Aspiration hazard if swallowed. Can enter lungs and 
cause damage. 
Skin : Moderately irritating to the skin. 
Eyes : Irritating to eyes. 
QOver-exposure signs/symptoms 
Inhalation : Adverse symptoms may include the following: 
respiratory tract irritation 
coughing 
Ingestion : Adverse symptoms may include the following: 
nausea or vomiting 
Skin : Adverse symptoms may include the following: 
irritation 
redness 
dryness 
cracking 
Eyes : Adverse symptoms may include the following: 
pain or irritation 
watering 
redness 
Medical conditions : Pre-existing disorders involving any target organs mentioned in this MSDS as being at 
aggravated by over- risk may be aggravated by over-exposure to this product. 
exposure 


This Material Safety Data Sheet has been prepared in accordance with Canada’s Workplace Hazardous Materials 
Information System (WHMIS) and the OSHA Hazard Communication Standard (29 CFR 1910.1200). 


See toxicological information (Section 11) 
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3. Composition/information on ingredients 


Name CAS number % 
calcium carbonate 471-344 45-40 
proprietary modified palysulfide polymer Not available. 3-7 
toluene 108-88-3 4-5 
titanium dioxide 13463-67-7 1-5 
proprietary modified palysulfide polymer Not available. 1-5 


There are no additional ingredients present which, within the current knowledge of the suppller and in the 
concentrations applicable, are classified as hazardous to health or the environment and hence require reporting 
in this section. 


4. First aid measures 


If ingestion, irritation, any type of overexposure or symptoms of overexposure occur during or persists after use of this 
product, contact a POISON CONTROL CENTER, EMERGENCY ROOM OR PHYSICIAN immediately; have Material 
Safety Data Sheet information available. Never give anything by mouth to an unconscious or convulsing person. 


Eye contact : Check for and remove any contact lenses. Immediately flush eyes with running 
water for at least 15 minutes, keeping eyelids open. Seek immediate medical 
attention. 

Skin contact : Remove contaminated clothing and shoes. Wash skin thoroughly with soap and 
water or use recognized skin cleanser. Do NOT use solvents or thinners. 

Inhalation : Remove to fresh air. Keep person warm and at rest. If not breathing, if breathing is 


irregular or if respiratory arrest occurs, provide artificial respiration or oxygen by 
trained personnel. 


Ingestion : If swallowed, seek medical advice immediately and show this container or label. 
Keep person warm and at rest. Do NOT induce vomiting. 
Notes to physician : No specific treatment. Treat symptomatically. Contact poison treatment specialist 


immediately if large quantities have been ingested or inhaled. 


5. Fire-fighting measures 


Flammability of the product : No specific fire or explosion hazard. 


Extinguishing media 
Suitable : Use an extinguishing agent suitable for the surrounding fire. 
Not suitable : None known. 

Special exposure hazards ` Promptly isolate the scene by removing all persons from the vicinity of the incident if 
there is a fire. No action shall be taken involving any personal risk or without suitable 
training. 

Hazardous combustion : Decomposition products may include the following materials: 

products carbon oxides 
halogenated compounds 
metal oxide/oxides 

Special protective ` Fire-fighters should wear appropriate protective equipment and self-contained 

equipment for fire-fighters breathing apparatus (SCBA) with a full face-piece operated in positive pressure mode. 


6. Accidental release measures 


Personal precautions : No action shall be taken involving any personal risk or without suitable training. 
Evacuate surrounding areas. Keep unnecessary and unprotected personnel from 
entering. Do not touch or walk through spilled material. Provide adequate ventilation. 
Wear appropriate respirator when ventilation is inadequate. Put on appropriate 
personal protective equipment (see Section 8). 

Environmental precautions : Avoid dispersal of spilled material and runoff and contact with soil, waterways, drains 
and sewers. Inform the relevant authorities if the product has caused environmental 
pollution (sewers, waterways, soil or air). 
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6. Accidental release measures 
Large spill : Move containers from spill area. Approach release from upwind. Prevent entry into 

sewers, water courses, basements or confined areas. Vacuum or sweep up material 

and place in a designated, labeled waste container. Dispose of via a licensed waste 


disposal contractor. Note: see Section 1 for emergency contact information and 
Section 13 for waste disposal. 


Small spill ` Move containers from spill area, Vacuum or sweep up material and place ina 
designated, labeled waste container. Dispose of via a licensed waste disposal 
contractor. 
7. Handling and storage 
Handling ` Put on appropriate personal protective equipment (see Section 8), Eating, drinking 


and smoking should be prohibited in areas where this material is handled, stored and 
processed. Do not swallow. Do not get in eyes or on skin or clothing. Use only with 
adequate ventilation. Wear appropriate respirator when ventilation is inadequate. 
Keep in the original container or an approved alternative made from a compatible 
material, kept tightly closed when not in use. Empty containers retain product residue 
and can be hazardous, Do not reuse container. 

Storage : Store in accordance with local regulations. Store in original container protected from 
direct sunlight in a dry, cool and well-ventilated area, away from incompatible materials 
(see Section 10) and food and drink. Keep container tightly closed and sealed until 
ready for use. Containers that have been opened must be carefully resealed and kept 
upright to prevent leakage. Do not store in unlabeled containers. Use appropriate 
containment to avoid environmental contamination. 


8. Exposure eee pa 
AT A ee 


calcium carbonate 10 MG/M3 |5 mg/m’ R 
TD 15 mg/m” TD Jestablished [established 

3MGIM3R |Smg/m3R 

15 mg/m3 


20 ppm 200ppm2  |20 ppm 50 ppm S 


Not 500 ppm Z A [Not Not 
established |300 ppm Z © Jestablished [established 


titanium dioxide d 10 mgm |15 mg/m? TD |10 mg/m? TD |10 mg/m? 


Not Not 
established [established 


Key to abbreviations 

A = Acceptable Maximum Pesk Ss = Potential skin absorption. 
ACGIH = American Conference of Governmental Industrial Hygienists, SR = Respiratory sensitization 

e = Ceiling Limit $s = Skin sensitization 

F = Fume ` STEL = Shortterm Exposure limit values 

IPEL = intemal Permissible Exposure Limit TO = Total dust 

OSHA = Occupational Safety and Heatth Administration. TLV = Threshold Limit Value 

R = Respirable TWA e Time Weighted Average 

Z = OSHA 29CFR 1910.1200 Subpart Z - Toxic and Hazardous Substances 


Consult local authorities for acceptable exposure limits, 
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Recommended monitoring 
procedures 


Engineering measures 


Hygiene measures 


Personal protection 
Eyes 
Hands 


Respiratory 


Skin 


Environmental exposure 
controls 


: If this product contains ingredients with exposure limits, personal, workplace 
atmosphere or biological monitoring may be required to determine the effectiveness of 
the ventilation or other control measures and/or the necessity to use respiratory 
protective equipment. Reference should be made to appropriate monitoring standards. 
Reference to national guidance documents for methods for the determination of 
hazardous substances will also be required. 

: Use only with adequate ventilation. If user operations generate dust, fumes, gas, 
vapor or mist, use process enclosures, local exhaust ventilation or other engineering 
controls to keep worker exposure to airborne contaminants below any recommended 
or statutory limits. 

: Wash hands, forearms and face thoroughly after handling chemical products, before 
eating, smoking and using the lavatory and at the end of the working period. 
Appropriate techniques should be used to remove potentially contaminated clothing. 
Wash contaminated clothing before reusing. Ensure that eyewash stations and safety 
showers are close to the workstation location. 


Safety glasses with side shields. 

` Chemical-resistant, impervious gloves complying with an approved standard should be 

worn at all times when handling chemical products if a risk assessment indicates this is 

necessary. Considering the parameters specified by the glove manufacturer, check 
during use that the gloves are still retaining their protective properties. It should be 
noted that the time to breakthrough for any glove material may be different for different 
glove manufacturers. In the case of mixtures, consisting of several substances, the 
protection time of the gloves cannot be accurately estimated. 

If workers are exposed to concentrations above the exposure limit, they must use 

appropriate, certified respirators. Use a properly fitted, air-purifying or air-fed respirator 

complying with an approved standard if a risk assessment indicates this is necessary. 

Respirator selection must be based on known or anticipated exposure levels, the 

hazards of the product and the safe working limits of the selected respirator. 

: Personal protective equipment for the body should be selected based on the task 
being performed and the risks involved and should be approved by a specialist before 
handling this product. 

: Emissions from ventilation or work process equipment should be checked to ensure 

they comply with the requirements of environmental protection legislation. In some 

cases, fume scrubbers, filters or engineering modifications to the process equipment 
will be necessary to reduce emissions to acceptable levels. 


9. Physical and chemical properties 


Physical state 

Flash point 
Explosion limits 
Material supports 
combustion. 

Color 

Odor 

pH 
Boiling/condensation point 
Melting/freezing polnt 
Specific gravity 
Density (lbs / gal) 
Vapor pressure 
Vapor density 
Evaporation rate 
voc 


Partition coefficient: n- 
octanoliwater 


: Solid. 
: Closed cup: 67.22°C (153°F) 


: Lower. 1% 
: Yes. 


: White. 

: Not available. 
: Not available. 
: Not availabie. 
: Not available. 
2 1.8 


: 12.52 
: Not available. 


: Not available. 
: Not available. 
57 oi 

: Not available. 


as 
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Product name PS 890 B 2 Part B 


ON 


Physical and chemical properties 


10. Stability and reactivity 

Stability : Stable under recommended storage and handling conditions (see Section 7). 

Conditions to avoid : No specific data. 

Materials to avoid + Reactive or Incompatible with the following materials: acids oxidizing materials strong 
alkalis 

Hazardous decomposition  : Under normal conditions of storage and use, hazardous decomposition products 

products should not be produced. 


Hazardous polymerization ` : Under normal conditions of storage and use, hazardous polymerization will not occur. 


11. Toxicological information 


Productiingredient name 


calcium carbonate LDSO Oral 
toluene LD50 Oral 
LD50 Dermal 
LC50 Inhalation 
titanium dioxide LD50 Oral 
Conclusion/Summary : Not available. 
Chronic toxicity 
Conclusion/Summary : Not available. 
Defatting irritant : Prolonged or repeated contact can defat the skin and lead to irritation, cracking and/or 
dermatitis. 
Target organs : Contains material which causes damage to the following organs: brain. 


Contains material which may cause damage to the following organs: blood, kidneys, 
lungs, the reproductive system, liver, heart, gastrointestinal tract, upper respiratory 
tract, skin, central nervous system (CNS), eye, lens or cornea. 


Carcinogenicity 
Carcinogenicity : Contains material which may cause cancer, based on animal data. Risk of cancer 
depends on duration and level of exposure. 
Classification 


Produect/ingredient name ` 


toluene 
titanium dioxide l i o 
Carcinogen Classification code: ACGIH: At, A2, A3, A4, AS 
IARC: 1, 2A, 2B, 3, 4 
NTP: Proven, Possible 
OSHA: + 
Not listed or regulated as a carcinogen: - 


Developmental effects : Contains material which may cause developmental abnormalities, based on animal 
data. 
Fertility effects : Contains material which may impair female fertility, based on animal data. 
12. Ecological information 
Environmental effects : No known significant effects or critical hazards. 
Aquatic ecotoxicity 


United States - Canada = Mexico 


[Product code PS 890B2PatB ~ Date otissue 10 March 2013 - Version 6 


Product name PS 890 B 2 Part B 
12. Ecological it information 


[Productingredient [Re — pees eee 
name l 


toluene Acute LC50 5800 ug/L Fresh water Fish - Rainbow trout,donaldson trout - | 96 hours 
Oncorhynchus mykiss 


Ze hours | 


Daphnia - Water flea - Daphnia 
magna. 


Acute EC50 6000 ug/L Fresh water 


48 hours | 


Daphnia R Water flea - Daphnia 
magna 


Chronic NOEC 28000 ug/L Fresh water 


13. Disposal considerations 

Waste disposal : The generation of waste should be avoided or minimized wherever possible. Disposal 
of this product, solutions and any by-products should at all times comply with the 
requirements of environmental protection and waste disposal legislation and any 
regional local authority requirements, Dispose of surplus and non-recyclable products 
via a licensed waste disposal contractor. Waste should not be disposed of untreated 
to the sewer unless fully compliant with the requirements of all authorities with 
jurisdiction. Waste packaging should be recycled. Incineration or landfill should only 
be considered when recycling is not feasible. This material and its container must be 
disposed of in a safe way. Care should be taken when handling emptied containers 
that have not been cleaned or rinsed out. Empty containers or liners may retain some 
product residues. Avoid dispersal of spilled material and runoff and contact with soll, 
waterways, drains and sewers. 

Disposal should be In accordance with applicable regional, national and local laws and regulations. 


Refer to Section 7: HANDLING AND STORAGE and Section 8: EXPOSURE CONTROLS/PERSONAL PROTECTION 
for additional handling Information and protection of employees. Section 6. Accidental release measures 


14. Transport information 


Regulation Proper shipping name 


Not regulated. ime 
PG* ` Packing group 


Not regulated. 
Reportable quantityRQ : CERCLA: Hazardous substances.: thiram (ISO): 10 Ibs. (4.54 kg); toluene: 1000 ibs. (454 kg); 


15. Regulatory information 
United States inventory (TSCA 8b) : Not determined. 


4409.6 ibs / 2001.9 kg 
Package sizes shipped in 
quaniities less than the 
product reportable quantity 
are not subject to the RQ 
(reportable quantity) 
transportation requirements. 


Australia inventory (AICS) : Not determined. 

Canada Inventory (DSL ) : Not determined. 

China inventory (IECSC) : Bt least one component is not listed. 

Europe inventory ( REACH ) : Please contact your supplier for information on the inventory status of this 
material. 

Japan inventory (ENCS) : Not determined. 

Korea inventory (KECI) : Not determined. 
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15 ; Regulatory information 


New Zealand ( NZloC ) : Substance Use Restricted 
Philippines Inventory (PICCS) : Not determined. 
United Stat 


SARA 302/304: No products were found. 
CERCLA: Hazardous substances.: thiram (ISO): 10 Ibs. (4.54 kg); toluene: 1000 Ibs. (454 kg); 


SARA 311/312 SDS Distribution - Chemical Inventory - Hazard Identification: 


calcium carbonate 471-344 N N N N N 
proprietary modified polysulfide Not available. Y N N N N 
polymer 
toluene 108-88-3 ke Y Y N N 
titanium dioxide 13463-67-7 N Y N N N 
proprietary modified polysulfide Not available. Y N N N N 
polymer 

Product as-supplied : Y Y N N N 
SARA 313 Chemical name CAS number Concentrati: 
Supplier notification toluene 108-88-3 1-5 


Additional environmental information is contained on the Environmental Data Sheet for this product, which 
can be obtained from your PPG representative. 


California Prop, 65 
WARNING: This product contains a chemical known to the State of Callfornia to cause birth defects or other 
reproductive harm. 


Canada 
WHMIS (Canada) : Class D-2A: Material causing other toxic effects (Very toxic). Class D-2B: Material 
causing other toxic effects (Toxic). 
Mexico 
Classification 


Flammability : 2 Health : 2 Reactivity : 0 


16. Other information _ | 


Hazardous Material Information System (U.S.A.) 

Health : 2 * Flammability : 2 Physical hazards : 0 

(* ) - Chronic 

effects 

Caution: HMIS® ratings are based on a 0-4 rating scale, with 0 representing minimal hazards or risks, and 4 
representing significant hazards or risks Although HMISO ratings are not required on MSDSs under 29 CFR 1910. 
1200, the preparer may choose to provide them. HMIS® ratings are to be used with a fully implemented HMIS® 
program. HMISO Is a registered mark of the National Paint & Coatings Association (NPCA). HMIS® materials may 
be purchased exclusively from J. J. Keller (800) 327-6868. 

The customer is responsible for determining the PPE code for this material. 


National Fire Protection Association (U.S.A.) 


Health : 2 Flammability : 2 Instablility : 0 

Date of previous issue : 10/1/2012. 

Organization that prepared : EHS 

the MSDS 

Y Indicates information that has changed from previously issued version. 
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16. Other information — 


The information contained in this data sheet is based on present scientific and technical knowledge. The purpose of this 
information is to draw attention to the health and safety aspects concerning the products supplied by PPG, and to 
recommend precautionary measures for the storage and handling of the products. No warranty or guarantee is given in 


respect of the properties of the products, No liability can be accepted for any failure to observe the precautionary 
measures described in this data sheet or for any misuse of the products. 
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y a aPERAIQNTE OF CONFORMANCE + - 
al PRG-DeSoto international; inc. - Pick Ticket Number 5307 ST Së ; 
- Dallas 


e en 


ege 


eme, EINE ` Abee 


2750 114th Street, Suite 400 Order No.  OrderDate Cust, No. Cust. PO. Page No. , 
PPG Aerospace Weder er 81019690 09/18/14 DAOYO713 45103584 
RC-DeSoto ` Fax (817) 640-1058 1 
f 7 DASO3 DS- POR: 


HE marma rer be rm PITA AA ern A a 


We certify that this material has been manufactured and tested in accordance 


with applicable specification(s). Test data pertaining to this material is on . ? sg ie TE 
ITEM ma =5N | 
du? | 
ENOL 


file and available for inspection upon request. 
AVIALL SERVICES, INC. | 


Sold P.O. BOX 619048 
To DALLAS, TX 75261-9048 BATCH 7363825963 
maen UH 
Oe 
Quantity Request Her No/Description Pick Y Quantity Quantity 
Ordered Date Sequence mM To Ship Picked 


NEVER ADD FRT TO INVOICE, MUST SHIP COLLECT 
FEDEX GROUND COLLECT ACCT #075268572 

IF 150 £235 OR MORE USE CEVA LOGISTICS (AVIN277524) COLLECT 
DO NOT SHIP PARTIAL LINES! *AX MSDS REQUIRED WITH EACH SHIPMENT xx 
MUST HAVE 75% SHELF LIFE. ` bry 


25 D-10/13/14 0870C020CA012PTAV 
R-10/13/14 PRC STANDARD 
P-10/13/14 PS 870 C 20 PT KIT : <P 

Customer Item: AS 


EA 


A 
Lot No: 445240-09 QS EAT SS 
*Location: FLM-11A © 6 (8 ? 
Expires After: 06/15 We = 
Lot No: 469073-09 Y IES 
| | *Location: FIM-128 Q 19 “19 


Expires After: 06/15 


i 256 D-10/13/14 O89OBOO2CA012PTAY ¿Ay 2 EA 
R-10/13/14 PRC STANDARD US DATE SHIPPED — 
| P-10/13/14 PS 890 B 2 KIT 
Customer Item: OB2PT=5N fo 13.5 Y 
Lot Mo: 48495629} 
kLocation: BAC 19 / Us A 
Expires MOS 06/15 ur 
KO 
| S 
iatch 4: Vo $ l, Shelf Life: “LOM abet d “J E Freight Misc. Charges 
Kë fu fie 
late Mfg: K3 Y | = GEN Exp. Date: Ur Ll dëi 


torage Requirements: 
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, \ Pick Ticket Number 53027514 ` PACKING LIST 


ng. SNE PRC- DeSoto International, Inc.  * = Ser Eege 
PPG N, ASC - Dallas AA AE E IO ee ee APA 
: Zn 1 f j a Suite 400 Order No. Order Date Cust. No. Cust. P.O. ES No. 
PPG Aerospace ` Vd inst  S1019690 09/18/14 DAO90713 45103684 
PRC-DeSota ` 5. Fax (817) 640-1058 Zi 1 
pee uod DA503 + "Dë BU 

Ship Via/ Terms Ship Date/Frt. Code Shipping Instructions Warehouse Location 

net30 SPEC-AVIALL/ROJEAN 972-586-1314 aL " 3723US 

SEE BELOW p SE A PRC DESOTO IN 

00030970 . z” 


AVIALL CENTRAE WAREHOUSE 
AVIALL SERVICES, INC. 


Sod P.O. BOX 519048 a Š Ship 2750 REGENT BOULEVARD” 
To DALLAS, TX 75261-9048 5 To DFW AIRPORT, TX 75261 
UNITED STATES v Ago UNITED STATES 
D y i . dei 
Quantity Request : inti 4 Pick o Quantity Quantity p 
Ordered Date ere Sequence mM ToShip Picked 


NEVER ADD FRT TO INVOICE, MUST SHIP COLLECT 
FEDEX GROUND COLLECT ACCT 2075268572 i 

IF 150 LBS OR MORE USE CEVA LOGISTICS (AVIA277524) COLLECT 

DO NOT SHIP PARTIAL LINES! Sak MSDS REQUIRED WITH EACH SHIPMENT **x 
MUST HAVE 75% SHELF LIFE. ` 


” 


25 D-10/13/14 0870C020CA012PTAV 1 EA 
R-10/13/14 PRC STANDARD j 
P- “10/13/14 PS 870 C 20 PT KIT 


Customer Item: PS870C20PT=5N 


Lot No: 445240-09 RA 

*Location: FLM-11A 8 8 i e , 

Expires After: 06/15 E : 
ER 


Lot No: 469073-09 


xLocation: FLM-12A 19 19 
Expires After: 06/15 ES i 


In compliance with the chemical registration laws of UNITED STATE 


256 D-10/13/14 OB9OBOO2CAO12PTAV 2 
R-10/13/14 PRC STANDARD 
P-10/13/14 PS 890 B 2 PT KIT E 


Customer Item: PS890B2PT=5N 
Lot No: 464960-09 


xLocation: RACK 19 
Expires After: 06/15 


g $ E) ws 


Apa i they Freight Misc. Charges 


datch $` Sheif Life: 


date Mtg: Exp. Date: Ze | 
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with applicable specification(s). Test data pertaining to this material is on 
file and available for inspection upon request. s 
AVIALL SERVICES, INC. st 
Sold P.O, BOX 819048 Ship 2750 REGENT SOULEVARD 
To DALLAS, TX 75261-9048 To DEW AIRPORT, TX 75261 
UNITED STATES UNITED STATES 
Quantity Request Item No./Description Pick 8 Quantity Quantity 
Ordered Date Sequence mM To Ship Picked 
256 **xCont** 
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e | 
QS | 
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UNITED STATES ` . X E; : UNITED STATES Së 
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